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MEMORANDUM FOR: 


FROM 
SUBJECT 


REFERENCE 


er oe n fLEMME: AL 
INSPECTOR G1 


sii velintaN meal aoe, 


Pe 7. a 
i 


Serer rae 
AN baa ravatee helio ingen peacetea ete 


DD/SQte AA E-7S. 


Deputy Director for Science and Technology 


John H. Waller 
Inspector General 


Inspection Report on Domestic Installations 
and Activities in the Washington, D.C. Area 


Memorandum from the Acting Inspector General, 
Subject: Introduction of an Annual Cycle for 
Inspection of Domestic Installations and 

Activities, IG 77-2227, dated 18 October 1977 


]. ‘Forwarded herewith is a draft of the Inspection Report 
of DD/S&T Domestic Installations and Activities in the Washington, 
D.C. Area. The report covers Joint Publications Research Service 
(JPRS) and the Paper Making Activities of the Office of Technical 


Services (OTS). 


2. We ask that these reports be reviewed for both accuracy 
of content and substance. Please provide your comments by 3 Feb- 
ruary 1978. Once your corrections and comments are received; We 

then incorporate them as appropriate into the final report 


+ 
to the DDCI. 


In case of disagreement, we will attach your comments 


to the report when it is forwarded to the DDCI. 


3. Should your officers wish to discuss the report informally 


with the inspectors responsible for its preparation, they may get 
a i 25X1 
25X1 


Attachment: a/s 


25X11 | 


a 


wo” John H. Waller 


25X1 


SECRET. 
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